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SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL MEETING 

1. FDA ADVISES THAT DR. FRANCIS A. ENNIS WILL BE IN THE UNITED 
KINGDOM APRIL 25-MAY 2. 1975. 

2. PURPOSE OF VISIT WILL BE TO ATTEND SYMPOSIUM ON INFLUENZA 
VACCINES AND PRESENT 4 SCIENTIFIC PAPERS. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. KISSINGER 
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